Judd-C1818-1 / Pollock-5065 


1) Mitchelson, Connecticut State Library - electrotype, image not available 


2) Earle-H Chapman 6/1912, Wilharm-Mehl 2/21, Shinkle-Morgenthau 4/32, 
unknown intermediates, Whitford 11/2002 - electrotype, the edge under the 
portrait is damaged at 5:00 


— ae aa 


3) Stacks 9/09, Berngard-StacksBowers 11/11, Cardinal-StacksBowers 1/13 - 
NGCAUS58BN - electrotype 


4) B/M 1/86 
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5) Adams & Woodin plate coin - silverplated, image not available 


6) StacksBowers 6/11 - NGCAU58BN, die struck piefort 


7) Harmer-Rooke 11/69, StacksBowers 8/11 ANA, StacksBowers 8/13 ANA, 
StacksBowers 8/24 - NGCVF30, die struck 


The Parmelee, Jenks, Newcomer piece was supposedly die struck and may be 
the original 1862 Finotti piece is possibly #6 or another. The Raymond- 
Harmer Rooke 3/70 coin is also likely one of the AU pieces #3 or #4 listed 


above. The Judd plate coin is also unidentified. 


